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PROVISIONAL OPERATIONAL CLEARANCE 


Provisional Operational Clearance is hereby granted for the use of 


Limitations t 

This olearanoe is valid only for 90 days and must be reviewed before 
the expiration of that time* 

Assistant bireotor, Special bperations 


Date 


Copy of 2 copies* 



